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(ii) ^ ^TWTfr TOre 3 TOcfr Mf?H 3?T cTlife ^ tfcpfr #ft 1 


ispj? jt at sfrtfcf, it to (gtcf^r 3frp atm^rar) ^ aranfar it to 

(^ft'4lf£cb 3RIHf^ch _ TOTTTO) c£ TOTm f^lHfcHRac] ^ WpiT: 
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MEDICAL COUNCIL OF INDIA 
AMENDMENT NOTIFICATION 
New Delhi, the 28th March, 2012 

No. MCI-18(1 )/20II-Med./67349.— In exercise of the powers conferred by Section 33 of the Indian Medical 
Council Act, 1956 (102 of 1956), the Medical Council of India with the previous approval of the Central Government hereby 
makes the following regulations to further amend the “Postgraduate Medical Education Regulations, 2000” namely •— 


(1) (i) These Regulations may be called the "Postgraduate Medical Education 

(Amendment) Regulations, 2012 (Part-I)". 

(ii) They shall come into force form the date of their publication in the 
official Gazette. 

ar1 . ' n :' ai ; Se C Under the headin § DM(Doctor of Medicine), the following shall be 
added after Geriatrics Mental Health:- 6 


DM(Paediatrics and Neonatal Anaesthesia) 


Dr. SANGEETA SHARMA, Secy. 
[ADVT. 111/4/100/11/Exty.] 


Foot Note:- The Principal Regulations namely, "Postgraduate Medical Education 
Regulations, 2000" were published in Part - III, Section (4) of the Gazette of India on 
the 7* Oct, 2000 and amended vide Medical Council of India notification dated 
03/03/2001, 06/10/2001, 16/03/2005, 23/03/2006, 20/10/2008, 25/03/2009, 
21/07/2009, 06/10/2009,17/11/2009, 09/12/2009,16/04/2010 and 08/12/2010. 
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